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ACTION EB- 11 

INFO OCT-01 EUR-25 NEA-10 ISO-OO SCI-06 SCEM-02 COME-OO 

CEQ-02 EPA-04 PM-07 NSC- 10 SPC-03 SS-20 RSC-01 

CIAE-00 DODE-OO INR-10 NSAE-00 PA-04 USIA-15 PRS-01 

INT-08 DRC-01 /141 W 

121719 

R 141020Z OCT 73 
FM AMCONSUL THESSALONIKI 
TO SECSTATE WASHDC 1720 
INFO AMEMBASSY MOSCOW 
AMEMBASSY ATHENS 

UNCLAS THESSALONIKI 0717 

E.0. 1 1652: N/A 

TAGS: ETRD, ENRG, GR, UR 

SUBJECT: SECOND THOUGHTS ON SOVIET-BUILT ENERGY PLANT AT PHILIPPI 
REF: A-83 

1. THESSALONIKI PRESS OF NOVEMBER 14 REPORTS 
PLANS FOR FURTHER GOVERNMENT REVIEW OF APRIL 18, 

1973 AGREEMENT FOR SOVIET-CONSTRUCTED ENERGY 

PLANT AT PHILIPPI. REPORTS HIGHLIGHT NOV 13 STATEMENT BY 
MINISTER OF ENERGY PAPAGEORGIOU THAT GOVT IS NOW 
STUDYING BENEFITS OF PROJECT "IN COMPARISON 
TO LOSS OF LAND FOR FARMING AND RELATED SOCIAL 
REPERCUSSIONS”. PAPERS ALSO NOTE THAT NATIONAL 
ADVISORY COMMITTEE WILL MEET TO DISCUSS PROJECT NOV 14. 

2. COMMENT: OPPOSITION TO PROJECT CONTINUES TO BE STRONG 
AMONG FARMERS OF PHILIPPI AREA, AND OBSERVERS 

PREDICT DIFFICULTIES WHEN PUBLIC POWER CORP. ATTEMPTS TO 
TAKE POSSESSION OF EXPROPRIATED LANDS. ABOVE 
IF FIRST INDICATION THAT GOVT WILLING TO RE- 
CONSIDER OVERALL PROJECT. 
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